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25X1 1. The total investwent plan for VEM (Lokomotivbau-Elektrotechnische Werke) 
(LEW}VEB Heunigsdor?’ for 1952 emounts to DM (east) 71,291,000 of which IM 
(east) 5,600,000 is earmarked for building construction and DM (enst) 3,800,000 
for new equipment. The plan hae been approved by the Ministry for Machine 
Construcian. 


2, The conesruction plan for 1952 incluéges the follciwing: i 


No. : Y sien a3 
320i tle scene awe iniaies for reparations to the USSR) 
160 leetric, locomotives (intended for reparations to the USSR}: 
5 Passenger coaches 
360 Wlectric trucks. . 
56h. Railroad. engines 
3 Surbogenera lors 


hy Hlectric furnaces . 
315 Blectric equipment for railroads, ships, end trucke 


12 Hleetric oridge cranes — 
12 Crane carriages 
50 Feailroad ticket printing machines 
380 Blectric welding machines 
é Apparatus for the artificial silk industry 


Fatlroad track bullding equipment (Gleisrueckmasch!. nen) 
insulating neterial (rorcelain and mica substitutes) 
{teel for building 

steel containers 

Farts for priating mochines 
Farts for trucks 

Farte for reilroad cers 
Plastic containers 
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